The Wink of he Waited States, 


AT 
Piladennion Lf Sf 1888. 


La 





NARA RG104, Entry 1, Box 135 


The Mint of the United States, 
At Philadelphia, 
September 9, 1885 


Sir: 


At present rates of coinage the storage facilities of our vaults will probably be exhausted 
by the end of the month. 


The transfer of $50,000 daily to the Treasury for twenty days, would not more than effect 
the necessary clearance. 


Respectfully, 
M.H. Cobb 
Cash. 


Hon. D.M. Fox 
Superintendent 


